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9005080235 Provides summary of expected sequence of events for updates to prompt
notification sys.

MCBURNETT.M.A. Houston Lighting & Power Co, ST-HL-AE-3441. 90/04/30. Docu-
ment Control Branch (Document Control Desk). 4pp. 53769:295-53769:298.

9005080317 Concludes that util facility will satisfactorily meet all requirements for SPDS
specified in NUREG-0737,Suppl 1, provided that commitments for implementation
completed on schedule.

DAVIS.MJ. Project Directorate III-3. GL-89-06. 90/05/01. EVERS.K.H. Wisconsin
Public Service Corp. 4pp. 53769:291-53769:294.

9005080330 Forwards response to Generic Ltr 89-19 re USI A-47, "Safety Implications
of Control Sys in LWR Nuclear Power Plants." Plant has adequate automatic reactor
vessel overfill protection.procedures & Tech Specs.

COTTLE.W.T. System Energy Resources, Inc. GL-89-19. 90/05/04. Document Control
Branch (Document Control Desk). 5pp. 53771:013-53771:017.

9005090062 Request for OMB review & supporting statement re 10CFR74, "Matl Con-
trol & Accounting of SNM," per NUREG-1065 & NUREG-1280.Estimated respondent
burden is 823 h.

AMENTA.J.A. Office of Information Resources Management (Post 890205). 3150-
0123. 90/05/04. 16pp. 53788:021-53788:036.

9005090152 Responds to Generic Ltr 89-19, "Request for Action re Resolution of USI
A-47, 'Safety Implication of Control Sys in LWR Nuclear Power Plants.'" Plant proce-
dures provide adequate guidance for operation of overfill protection sys.
CUTTER.A.B. Carolina Power & Light Co. TAG 74918. 90/05/02. Document Control
Branch (Document Control Desk). 3pp. 53780:358-53780:360.

9005090197  Advises  that  util  890710  response  to  Generic  Ltr 89-06  on  SPDS
acceptable.per Suppl 1 to NUREG-0737 & NUREG-1342.NRC should be notified if
proposed date for implementation of SPDS incorrect or revised.
SILVER.H. Project Directorate II-2. GL-89-06. 90/04/30. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53793:014-53793:016.

9005090212 Advises that 890711 response to Generic Ltr 89-06 on SPDS meets
NUREG-0737,Suppl 1 requirements.

MCDONALD.D.G. Project Directorate 1-1. GL-89-06. 90/05/02. CREEL.G.C. Baltimore
Gas & Electric Co. 2pp. 53774:222-53774:223.

9005090267 Advises that util 890818 response to Generic Ltr 89-06 on implementation
of SPDS meets all requirements for SPDS specified in NUREG-0737,Suppl 1 .provided
that commitments for implementation are completed on schedule.
WIENS.LA. Project Directorate II-3. TAG 73682. 90/05/02. TUCKER.H.B. Duke Power
Co. 3pp. 53787:059-53787:061.

9005090328 Responds to Generic Ltr 89-19, "Request for Action re Resolution of USI
A-47, 'Safety Implication of Control Sys in LWR Nuclear Power Plants.'" TVA will final-
ize calculations for switch setpoints prior to units restart.

WALLACE.E.G. Tennessee Valley Authority. GL-89-19. 90/05/04. Document Control
Branch (Document Control Desk). 5pp. 53809:225-53809:229.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc fist encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 90/05/16.
Consolidated Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 90/04/04.
Consolidated Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005100168 Forwards request for addl info re MHTGR containment adequacy issue.per
NRC review of DOE-HTGR-88311,dtd Nov 1989 & earlier documents.NRC concerned
re two source terms used for design basis in rept not conservative enough.
MORRIS.B.M.    Division   of   Regulatory   Applications   (Post   870413).   90/05/09.
ROSEN.S, Energy, Dept. of. 6pp. 53818:275-53818:280.

9005100251 Responds to Generic Ltr 89-19, "Request for Action Re Resolution of USI
A-47." Existing automatic vessel overfill protection sys at plant adequate to prevent
overfill events.

MINECK.D.L Iowa Electric Light & Power Co. GL-89-19. 90/05/04. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 53793:129-
53793:131.

9005140210 Forwards Requalification Program Evaluation Rept 50-309/90-01OL during
wk of 900312 & notice of violation.

HODGES.M.W. Region 1, Ofc of the Director. 90/05/08. FRIZZLE.C.D. Maine Yankee
Atomic Power Co. 3pp. 53829:265-53829:282.

9005140218 Advises that util 890814 supplemental response to Generic Ltr 89-06 re
SPDS (TMl Action Plan Item I.D.2) fully meets requirements of NUREG-1342 & Suppl
1 to NUREG-0737.lssue resolved.

NORRIS.J.A. Project Directorate II-2. GL-89-06. 90/05/09, GOLDBERG.J.H. Florida
Power & Light Co. 2pp. 53816:269-53816:270.

9005150036 Advises that licensee 890712 response to Generic Ltr 89-06 re SPDS for
plant.complete.

COLBURNJ.G. Project Directorate III-3. GL-89-06. 90/05/11. LYSTER.M. Cleveland
Electric Illuminating Co. 5pp. 53824:301-53824:305.

9005150045 Forwards safety evaluation of plant procedures generation package
(PGP).per 831031 & 841116 Itrs.Facility PGP found to contain items that must be sat-
isfactorily addressed before fully acceptable.

HALL.J.R. Project Directorate III-3. TAG 44299. 90/05/09. LIU,L Iowa Electric Light &
Power Co. 18pp. 53830:331-53830:348.

9005150150 Responds to NRC 900406 Itr re inadequacies of SPDS,per audit on
900221-22.Corrective actions:software mod will prevent user from accessing displays
other than iconic displays from SPDS dedicated terminal.

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
AEP:NRC:0773AH. 90/05/09. Document Control Branch (Document Control Desk).
4pp. 53826:353-53826:356.

9005150272 Forwards proprietary & nonproprietary ANF-1125(P)(A) & ANF-
1125(NP)(A),Suppls 1 & 2, "Advanced Nuclear Fuels BWR Power Correlation," per
NUREG-0390.Proprietary rept withheld (ref 10CFR2.790(b)).

COPELAND.R.A. Advanced Nuclear Fuels Corp, (formerly Exxon Nuclear Co., Inc.).
RAC:042:90. 90/04/27. Office of Nuclear Reactor Regulation, Director (Post 870411).
1p. 53822:001-53822:214.

9005150291 Forwards nonproprietary ANF-1161(NP)(A) & proprietary ANF-1161(P)(A),
"ANNA:Advanced Neutron Noise Analysis Software Sys," per NUREG-0390.Proprie-
tary version withheld (ref 10CFR2.790).

COPELAND.R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.).
RAC:041:90. 90/04/27. Office of Nuclear Reactor Regulation, Director (Post 870411).
1 p. 53828:114-53828:157.

9005160104 Forwards Requalification Reexam  Rept 50-293/90-110L  administered
during wk of 900423,per NUREG-1021, "Operator Licensing Examiner Stds," Rev
S.Section ES-601.AII three operators passed respective areas of exam.
GALLO.R.M. Region 1, Ofc of the Director. 90/05/09. BIRD.R.G. Boston Edison Co.
3pp. 53877:093-53877:099.

9005160131 Forwards safety evaluation re conformance to Reg Guide 1.97. NRC con-
cludes that existing neutron flux monitoring instrumentation acceptable for interim op-
eration.

HALL.J.R. Project Directorate III-3. TAG 51087. 90/05/09. LIU.L Iowa Electric Light &
Power Co. 4pp. 53834:169-53834:201.

9005160154 Advises that licensee 890711 response to Generic Ltr 89-06 on SPDS con-
sidered complete for plant.

BECKER.R.A. Project Directorate 11-1. GL-89-06. 90/05/14. EURY.LW. Carolina
Power & Light Co. 2pp. 53854:134-53854:135.

9005160255 Advises that licensee 890711 response to Generic Ltr 89-06 re SPDS
acceptable.per Suppl 1 to NUREG-0737 & NUREG-1342.

ENG.P.L. Project Directorate III-2. GL-89-06. 90/05/11. KOVACHJJ. Commonwealth
Edison Co. 3pp. 53851:275-53851:277.

9005170025 Ack receipt of NUMARC/NESP-007, "Methodology for Development of
Emergency Actions Levels." NRC plans to publish proposed rev to Reg Guide 1.101
re emergency planning endorsing NUMARC rept as alternative to meet NUREG-
0654,App 1.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
10. TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nu-
clear Utility Manage. 1p. 53865:147-53865:147.

9005170054 Forwards analysis demonstrating adequate fracture toughness shutdown
temps lower than 77F,per review of SEP Topic 111-1.

SILADY.J.A. Commonwealth Edison Co. 90/03/30. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 12pp. 53855:269-53855:280.

9005170057 Advises that licensee 890710 response to Generic Ltr 89-06 re SPDS
meets requirements of Suppl 1 to NUREG-0737 & NUREG-1342 & acceptable.
GODY.A.T. Project Directorate III-3. GL-89-06. 90/05/14. SCHNELL.D.F. Union Elec-
tric Co. 3pp. 53857:131-53857:133.

9005170062 Advises that util 890714 response to Generic Ltr 89-06 meets NUREG-
0737,Suppl 1 & NUREG-1342 requirements.

PICKETT.D.V. Project Directorate IV (891001-900602). GL-89-06. 90/05/01. Wolf
Creek Nuclear Operating Corp. 3pp. 53855:020-53855:022.

9005170113 Forwards safety evaluation & Technical Evaluation Rept SAIC-87/3112
concluding that DCRDR design acceptable.per Suppl 1 to NUREG-0737.NRC should
be notified when safety significant human engineering discrepancies completed.
SWENSON.W.H. Project Directorate III-3. TAG 56152. 90/05/11. FAY.C.W. Wisconsin
Electric Power Co. 6pp. 53875:100-53875:110.

-9005170132 Safety evaluation concluding that licensee satisfied all nine DCRDR crite-
ria of Suppl 1 to NUREG-0737.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 5pp.
53875:106-53875:110.

-8806170056 SAIC-87/3112 "Technical Evaluation Rept of DCRDR for Point Beach
Nuclear Power Plant,Units 1 & 2."

*  Science Applications International Corp. (formerly Science Applications, Inc.). NRC-
03-82-096.  TAG  51191.  88/06/07.  NRC  -  No Detailed  Affiliation  Given.  33pp.
53875:111-53875:143.

9005170189 Forwards safety evaluation accepting plant DCRDR programmer Suppl 1 to
NUREG-0737.

NORRIS.J.A. Project Directorate II-2. TAG 61714. 90/05/09. GOLDBERG.J.H. Florida
Power & Light Co. 141pp. 53857:182-53857:322.

9005170234 Forwards BAW-10175-A, "Rod Exchange Methodology," per NUREG-0390.
TAYLOR.J.H. Babcock & Wilcox Co. JHT/90-66. 90/05/07. WILSON.V. Planning, Pro-
gram & Management Support Branch (Post 870411). 2pp. 53865:153-53865:199.

9005180159 NUREG-0797 S24 SAFETY EVALUATION REPORT RELATED TO THE
OPERATION OF COMANCHE PEAK STEAM ELECTRIC STATION UNITS 1 AND
2.Docket Nos. 50-445 And 50-446.(Texas Utilities Electric Company.et al.)

*  Comanche Peak Project Division (890101-900602). 90/04/30. 174pp. 53861:137-
53861:310.

9005210004 Accepts util response to Generic Ltr 89-06 re implementation status of
SPDS at facilities.Response meets criteria of Suppl 1 to NUREG-0737 accounting for
info provided in NUREG-1342.

REED.T.A. Project Directorate II-3. GL-89-06. 90/05/16. HAIRSTON.W.G. Georgia
Power Co. 1 p. 53881:241-53881:241.

9005210077 Informs of release of encl matl re Apr 1989 survey on backfilling to
PDR.Summaries of results not distributed in 1988 for fear of interference w/survey on
regulatory impacts in process.

TAYLORJ.M. Ofc of the Executive Director for Operations. 90/05/14. CARR, ROB-
ERTS, ROGERS Commissioners. 2pp. 53918:079-53918:100.ow-Level Waste Management & Decommissioning (Post 870413).
